ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT ROBERT 1 
DATE 09-16-2015 
OFFICER 1 L. MAKI #1111 
OFFICER 2 N/A 
SUPERVISO M.COOGLE 

R 


1000 START SHIFT. RECEIVED EQUIPMENT IN GOOD 
HRS CONDITION. RECEIVED PASS DOWN INFORMATION. 


1030/11 BID OFFICE 


00 

1130/12 BID OFFICE 
00 

1200/12 ROLL CALL 
30 

1230/13 BID OFFICE 
30 

1330/14 CODE 7 
00 

1400/16 PSO INTERVIEWS 
00 

1600/18 BID OFFICE 
30 

1830 EOW 


HRS 
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